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SUBJECT: RECALL OF DIAGNOSTIC CONTRAST MEDIA 

1. FDA ADVISES THAT THE MALLINCKRODT, INC., 2ND AND MAT J.INCKRODT 
STREETS, ST. LOUIS. MISSOURI 63147 IS RECALLING ALL 50 ML. 

VIALS OF THE FOLLOWING PRODUCTS DUE TO THE POSSIBILITY OF NON- 
STERILITY: 

1. CONRAY (MEGULMINE IOTHALAMATE INJECTION, U.S.P. 60 PERCENT) 

FO INTRAVENOUS UROGRAPHY AND ANGIOGRAPHY, LIST NO. 0953, 

NDC 19-0953-79 - ALL LOTS WITH THE FOLLOWING EXCEPTIONS: 

BLR-E, BPX-B, BRX-A, BRX-B, BRX-D, BRX-E, BSL-A, BSL-B, 

BSL-C, BSL-E, BSR B. BSR-C, BSR-D, BSR-X, BSR-G. 


2. CONRAY 400 (SODIUM IOTHALAMATE INJECTION, U.S.P. 66.8 
PERCENT) FOR INTRAVENOUS UROGRAPHY, INTRAVASCULAR ANGIO- 
CARDIOGRAPHY AND AORTOGRAPHY - LIST NO. 0954 NDC 0954-79 - 
ALL LOTS EXCEPT: BPY-D, BPY-E, BRT-B, BTG-B. BTG-C. BTG-D, 

B T G-E, BTG-G, BTL-A, BTL-B, BTL-D, BTL-E, BTL-G, BTN-C, 

B T N-D, BTN-E, BTN-G. 


3. ANGIO CONRAY (SODIUM IOTHALAMATE INJECTION, U.S.P. 80 

PERCENT) FOR INTRAVASCULAR ANGIO-CARDIOGRAPHY AND AORTOGRAPHY, 
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LIST NO. 0926 NDC 19-0926-79 - ALL LOTS EXCEPT : BSG-A, 
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BSG-B, BSG-C, BSG-D, BSG-E, BSG-G. 


4. VASCORAY (MEGULMINE IOTHALAMATE 52 PERCENT (W/V) AND SODIUM 
IOTHALMATE 26 PERCENT (W/V) (LIST NO. C337 NDC 19-C337-79 - 

ALL LOTS EXCEPT: BMA-G. BPP-A, BPP-B, BPP-C, BPP-D, BPP-G. 

5. PYELOKON - R BRAND OF SODIUM ACETRIZOATE SOLUTION 20 PERCENT 
FOR RETROGRADE PYELOGRAPHY, LIST NO. 1 1488 NDC 19-1148-79 - 

ALL LOTS. 

6. CYSTO-CONRAY (MEGULMINE IOTHALAMATE 43 PERCENT (W/V) FOR 
RETROGRADE CYSTOGRAPHY, CYSTO-URETHROGRAPHY, AND RETROGRADE 
PYELOGRAPHY, LIST NO. 7649 NDC 19-7649 - ALL LOTS. 

2. FOREIGN CONSIGNEE, AS FOLLOWS: 

REY MOL, S.A., DE C.V. IXTAPALAPA D.F., MEXICO, APARTADO, 

POSTAL 55426, MEXICO B, D.F., MEXICO 

3. POST IS REQUESTED TO CONTACT FOREIGN CONSIGNEE TO DETERMINE IF 
THE FIRM IS FAMILIAR WITH THE DETAILS OF THE RECALL. IN ADDITION, 

POST MAY WISH TO INFORM HOST GOVERNMENT DRUG CONTROL AUTHORITIES 
OF DETAILS OF THE RECALL. KISSINGER 
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